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connection: close
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expect: 100-continue
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x-amz-auto-make-bucket: 1
x-archive-meta-bitsavers-filename: /pdf/sds/sigma/sigma5/902306C_Sigma_5_CPU_Engineering_Support_Manual_Vol_1_Dec71.pdf
x-archive-meta-date: 1971-12
x-archive-meta-description: From the bitsavers.org collection, a scanned-in computer-related document.<br>sds :: sigma :: sigma5 :: 902306C Sigma 5 CPU Engineering Support Manual Vol 1 Dec71
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-title: sds :: sigma :: sigma5 :: 902306C Sigma 5 CPU Engineering Support Manual Vol 1 Dec71
x-archive-meta01-collection: bitsavers
x-upload-date: 2013-01-10T07:40:20.000Z
